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				Erleben Sie die beruhigende Sicherheit mit WaveOne® Gold

			

		

		
			
				Wurzelkanäle können eine Herausforderung sein. Aber die WaveOne® Gold Behandlungslösung bietet alles, was Sie brauchen, um Ihre nächste Endobehandlung mit Ruhe und Gelassenheit anzugehen. Das Ergebnis? Eine endodontische Behandlung, die ein einfacherer Teil Ihres Praxisalltags wird. Gehen Sie also selbstbewusst an die nächste Wurzelkanalbehandlung heran.
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				DS MOTORS

				Weil jeder Winkel, jede Beschleunigung und jede Geschwindigkeit zählt, um das Beste herauszuholen, bieten unsere Motoren die original reziproke Bewegung von WaveOne® Gold.
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				Biokompatibler Sealer und optimale Passung. Ganz gleich, ob Sie eine warme oder kalte Obturationstechnik bevorzugen, unser biokompatibler Biokeramischer-Sealer unterstützt beides.Genießen Sie die Leichtigkeit mit Conform Fit® Guttapercha (kalt) oder GuttaCore® (warm).

			

		

		
			
				Cleaning

				Effiziente Reinigung. Dafür sind die Spülkanüle wie auch der EndoActivator™ konzipiert.

			

		

		
			
				Shaping

				Sichere Aufbereitung in der Hälfte der Zeit.1 Eine kurze Sequenz in den meisten Fällen mit einer Gleitpfad und einer Shaping Feile. Entwickelt, um mehr zu verzeihen, dank reziproker Bewegung und Goldwärmebehandlung.2

			

		

		
			[image: ]
		

		
			
				1.	vs. ProTaper® Universal

				2.	vs. Herkömmliche Systeme

			

		

		
			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

	
		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				WaveOne® Gold

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Clinical Proof

			

		

		
			
				Sequenz

			

		

		
			[image: ]
		

		
			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

		

		
			
				Shaping

			

		

		
			
				Cleaning

			

		

		
			
				Obturation

			

		

		
			
				[image: ]
			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			[image: ]
		

		
			
				Shaping

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
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				3.	Anwenderbefragung

				4.	vs. WaveOne® Gold
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				Eine kurze Sequenz für die meisten Fälle2
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				Einfach anzuwenden und leicht zu integrieren

				Kurze Lernkurve.3

				Gute Kontrolle des Vordringens des Instruments.4

			

		

		
			
				Sicherheit. Eine Priorität.

				Verzeihend aufgrund der reziproken Bewegung und der Gold-Wärmebehandlung

				Bis zu 200 wissenschaftliche Studien

				Mehr als 30 Millionen behandelte Zähne

			

		

		
			
				Zeitersparnis

				halbiert die Aufbereitungszeit!1

				Wiederaufbereitung und Dokumentation entfallen

				Optimale Schneidleistung.5
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				Fortschrittliche Technologie mit zwei seitlichen Öffnungen, die direkt auf die Dentinwände gerichtet sind.

				Weiches Polypropylen ermöglicht es der Kanüle, sich zu biegen und die Spüllösung nahe dem Apex auszubringen
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				Das geschlossene Ende reduziert das Risiko einer Extrusion am Apex

				Kunststoff - atraumatisch für Hartgewebe
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				Challenge:

				EFFICIENT CLEANING.

			

		

		
			
				Irrigation Needle

			

		

		
			
				Efficient

				Advanced technology with two lateral openings aimed directly at the dentinal walls.

				Soft polypropylene allows the needle to curve and to deliver irrigation solution close to the apex.

			

		

		
			
				Safe

				Closed end reduces risk of extrusion at the apex.

				Plastic body makes it atraumatic for hard tissues.
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				SmartLite ProEndoActivator™

			

		

		
			
				Mehr geöffnete Dentinkanälchen

				Passives Spülen ist nicht genug. Die Aktivierung von Spülflüssigkeit kann dazu beitragen, eine Oberfläche mit mehr geöffneten Dentinkanälchen zu erzeugen, was eine bessere Obturation der lateralen und akzessorischen Kanälen ermöglicht.1

			

		

		
			
				Unaktivierte Dentinoberfläche

			

		

		
			
				Nach derAktivierung

			

		

		
			
				SmartLite Pro EndoActivator™

				Die Anwendung des Protokolls führt zu einer mehr als 150-mal höheren Bakterienreduktion im Vergleich zu einer 1-minütigen Anwendung von Natriumhypochlorit.2

			

		

		
			
				1.	A quantitative and qualitative analysis of ultrasonic versus sonic endodontic systems on canal cleanliness and obturation Valerie Kanter, DMD, Emily Weldon, DMD, Uma Nair, DMD, MDS, Claudio Varella, DDS, MS, Keith Kanter, DDS, Kenneth Anusavice, PhD, and Roberta Pileggi, DDS, MS, Gainesville, FL UNIVERSITY OF FLORIDA. (Oral Surg Oral Med Oral Pathol Oral Radiol Endod 2011;112:809-813).

				2.  Unveröffentliche Studie. Interne Daten auf Anfrage. Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com
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				More opened dentinal tubules

				Passive soaks aren’t enough. Activating irrigants can help produce a surface with more opened dentinal tubules, allowing for better obturation of lateral and accessory canals.1

			

		

		
			
				Unactivated dentin surface
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				SmartLite Pro EndoActivator™

				Following the protocol provides more than 150 times higher bacteria reduction vs. 1 minute bleach soak.2

			

		

		
			
				1.	A quantitative and qualitative analysis of ultrasonic versus sonic endodontic systems on canal cleanliness and obturation Valerie Kanter, DMD, Emily Weldon, DMD, Uma Nair, DMD, MDS, Claudio Varella, DDS, MS, Keith Kanter, DDS, Kenneth Anusavice, PhD, and Roberta Pileggi, DDS, MS, Gainesville, FL UNIVERSITY OF FLORIDA. (Oral Surg Oral Med Oral Pathol Oral Radiol Endod 2011;112:809-813). Support Claim 4.

				2.  Internal data on file. For more information contact Consumables-Data-Requests@dentsplysirona.com
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			[image: ]
		

		
			
				
					Montage des Produkts

				

			

			
				[image: ]
			

			
				[image: ]
			

		

		
			
				
					Produkt Präsentation

				

			

			
				[image: ]
			

			
				[image: ]
			

		

		
			[image: ]
		

		
			
				
					
				
			

		

		
			
				Schließen X

			

		

		
			
				Produkt Präsentation

			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

	
		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				WaveOne® Gold

			

		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Clinical Proof

			

		

		
			
				Sequenz

			

		

		
			[image: ]
		

		
			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

		

		
			
				Shaping

			

		

		
			
				Cleaning

			

		

		
			
				Obturation

			

		

		
			
				[image: ]
			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			[image: ]
		

		
			
				Cleaning

			

		

		
			
				EndoActivator®

			

		

		
			
				More opened dentinal tubules

				Passive soaks aren’t enough. Activating irrigants can help produce a surface with more opened dentinal tubules, allowing for better obturation of lateral and accessory canals.1
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				Following the protocol provides more than 150 times higher bacteria reduction vs. 1 minute bleach soak.2

			

		

		
			
				1.	A quantitative and qualitative analysis of ultrasonic versus sonic endodontic systems on canal cleanliness and obturation Valerie Kanter, DMD, Emily Weldon, DMD, Uma Nair, DMD, MDS, Claudio Varella, DDS, MS, Keith Kanter, DDS, Kenneth Anusavice, PhD, and Roberta Pileggi, DDS, MS, Gainesville, FL UNIVERSITY OF FLORIDA. (Oral Surg Oral Med Oral Pathol Oral Radiol Endod 2011;112:809-813). Support Claim 4.
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				Bietet ein ideales Umfeld für die Bildung von Hydroxylapatit und ebnet den Weg für die Selbstheilung des Körpers.1
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				Providing an ideal environment for Hydroxyapatite formation paving the way for the body’s self healing.1
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				Compatible with cold and warm obturation techniques.

			

		

		
			[image: ]
		

		
			
				
					[image: ]
				

			

		

		
			
				
					Produkt Demonstration

				

			

			
				[image: ]
			

			
				[image: ]
			

		

		
			[image: ]
		

		
			
				
					
				
			

		

		
			
				Schließen X

			

		

		
			
				Produkt Demonstration

			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

	
		
			[image: ]
		

		
			[image: ]
		

		
			
				WaveOne® Gold

			

		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			[image: ]
		

		
			
				Clinical Proof

			

		

		
			
				Shaping

			

		

		
			
				Cleaning

			

		

		
			
				Obturation

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

		

		
			
				[image: ]
			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Sequenz

			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			[image: ]
		

		
			
				Obturation

			

		

		
			
				Kalte Obturation 

				Profitieren Sie von der hervorragenden Passform der im Spritzgussverfahren hergestellten Conform Fit® Guttapercha Spitzen, die auf unsere WaveOne® Gold Feilen abgestimmt sind.1
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				Die Sicherheit einer warmen 3D-Füllungen mit der Leichtigkeit einer einzigen Applikation.

				Unsere Obturatoren haben einen vernetzten Guttapercha-Kern ummantelt mit fließfähiger Guttapercha, die die natürliche Kanalanatomie dreidimensional ausfüllt.
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				Die Patientin stellte sich mit Beschwerden an ihrem oberen linken ersten Backenzahn vor.

				Mesio-bukkale und palatinale Kanäle waren schlecht gereinigt und aufbereitet.

				Der disto-bukkale Kanal wurde nicht behandelt - Anzeichen für einen Versuch des vorherigen Zahnarztes, ihn zu finden.

			

		

		
			
				Mesio-buccal 2 und Disto-buccal wurden nach Entfernung des obstruktiven Dentins mit Start-X Nr. 3 lokalisiert.

			

		

		
			
				Die Guttapercha wurde aus den palatinalen und mesio-bukkalen Kanälen mit einer Hedstrom-Feile der Größe 15 entfernt.

				Die Kanäle wurden mit C+ und K-Files auf Durchgängigkeit geprüft.
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				Alle 4 Wurzelkanäle wurden mit einer einzigen 25/08 WaveOne Primary Feile aufbereitet.

				GuttaCore Verifier der Größe 25 wurden vor der Obturation in den Kanälen MB1, MB2 und DB eingepasst.

			

		

		
			
				MB1, MB2 und DB wurden mit GuttaCore obturiert.

				Palatinal wurde mit Calamus Dual / GuttaPercha Spitze obturiert.

				Beachten Sie die Krümmungen in den Kanälen MB, MB2 und DB.
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				Gestalten Sie Ihre endodontische Praxis mit ProTaper Ultimate™

			

		

		
			
				Jeder Wurzelkanal ist einzigartig. Aus diesem Grund wurde die ProTaper Ultimate™-Behandlungslösung entwickelt, um Ihre Leidenschaft für eine Vielzahl von Kanalanatomien zu unterstützen. Jetzt können Sie Ihre klinischen Fälle mit Präzisionswerkzeugen erweitern, die Konstanz, Vielseitigkeit und planbar Ergebnisse für mehr Fälle bieten. 
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				DS MOTORS

				Weil jeder Winkel, jede Beschleunigung und jede Geschwindigkeit zählt, um die beste Leistung zu liefern, sind unsere Motoren optimiert für die ProTaper Ultimate Behandlungslösung.

			

		

		
			
				Obturation

				Erreichen Sie die ideale Passung mit einem bioaktiven Sealer und maßgeschneiderte Guttapercha für eine kalibrierte Versiegelung.

			

		

		
			
				Cleaning

				Die innovative multidirektionale Aktivierung der Spülflüssigkeit erhöht die Reinigungseffizienz im Vergleich zur passiven Spülung - und das in wesentlich kürzerer Zeit.1

			

		

		
			
				Shaping

				Eine Sequenz, die eine Fülle anatomischer Situationen abdeckt und planbare Ergebnissen mit beherrschbarer Progression bietet

			

		

		
			
				Unbegrenzte Performance in 3 wesentlichen Bereichen
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				1. Interne Daten auf Anfrage. Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com
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				DS MOTORS

				Because every angle, every acceleration, every speed matters to deliver the best performance, our motors are optimized for the ProTaper Ultimate™ workflow.

			

		

		
			
				Obturation

				Achieve the ideal fit 100% of the time via a bioactive seal and custom-shaped gutta-percha for a calibrated seal.

			

		

		
			
				Cleaning

				Innovative multi-directional irrigant activation increases cleaning efficacy versus passive soaks—in far less time, too.1

			

		

		
			
				Shaping

				A sequence that covers the full range of anatomical situations, leading to predictable outcomes and a mastered progression.

			

		

		
			
				Unlimited performance across 3 essential procedures.
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				1. Internal data on file. For more information, contact Consumables-Data-Requests@dentsplysirona.com.
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				Challenge:

				Planbarkeit bei den meisten Anatomien.

			

		

		
			
				Die umfassende Bandbreite von Anatomie

				• Eine Sequenz aus Slider-Shaper-Finisher zur Abdeckung einer Fülle anatomischer Situationen.

				• Slider wird in den meisten Fällen direkt zur Gleitpfaderstellung verwendet.1

				• Shaper zeichnet sich durch verbesserte Schneidleistung und Dentinabtransport in den koronalen zwei Drittels aus.

				• Finisher geben Ihnen im apikalen Dritteln die Flexibilität für die anspruchvollsten Anatomien, ohne zu brechen oder sich aufzuwinden.

			

		

		
			
				1.	Anwenderbefragung 2021. Interne Daten auf Anfrage. Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com
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				Handfeilen Alle Feilen sind auch als Handfeilen erhältlich.
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				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

		

		
			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

	
		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				ProTaper Ultimate™

			

		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Clinical Proof

			

		

		
			
				Sequenz

			

		

		
			[image: ]
		

		
			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

		

		
			
				Shaping

			

		

		
			
				Cleaning

			

		

		
			
				Obturation

			

		

		
			
				[image: ]
			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			[image: ]
		

		
			
				Shaping

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Challenge:

				Planbarkeit bei den meisten Anatomien.
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				1.	Anwenderbefragung 2021. Interne Daten auf Anfrage. Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com 

				2. Unveröffentlichte Studie. Interne Daten auf Anfrage.Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com
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				Planbare Ergebnisse

				100 % der Anwender sind der Meinung, dass ProTaper Ultimate™ Feilen eine planbar Wurzelkanalaufbereitung ermöglichen.1 
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				FlexibelBiegsam und flexibel für eine effiziente Reinigung und Desinfektion bis zum Apex.

			

		

		
			
				EffektivDas einzigartige Design von ProTaper Ultimate™ ist ideal für eine gründliche Desinfektion.
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				FlexibleCurves and flexes easily for efficient cleaning and disinfection until the apex.

			

		

		
			
				EffectiveThe unique shape of ProTaper UltimateTM is ideal for thorough disinfection.
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				Cleaning

			

		

		
			
				SmartLite ProEndoActivator™

			

		

		
			
				Effiziente Reinigung

				Der SmartLite Pro EndoActivator™ wurde für multidirektionale Bewegungen entwickelt und nutzt elliptische Bewegungen und erhöhte Energie für eine effektive Aktivierung der Spülflüssigkeit. Aktive Spülung begünstigt 3D-Reinigung.

			

		

		
			
				Unaktivierte Dentinoberfläche

			

		

		
			
				Nach der Aktivierung

			

		

		
			
				Mehr geöffnete Dentinkanälchen

				Passives Spülen ist nicht genug. Die Aktivierung von Spülflüssigkeit kann dazu beitragen, eine Oberfläche mit mehr geöffneten Dentinkanälchen zu erzeugen, was eine bessere Obturation der lateralen und akzessorischen Kanälen ermöglicht.1

			

		

		
			
				1.	Kanter V, Weldon E, Nair U, et al. A quantitative and qualitative analysis of ultrasonic versus sonic endodontic systems on canal cleanliness and obturation. Oral Surg Oral Med Oral Pathol Oral Radiol Endod. 2011;112(6):809-813. doi:10.1016/j. tripleo. 2011.06.002
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				Cleaning

			

		

		
			
				EndoActivator®

			

		

		
			
				Efficient cleaning

				Designed for multi-directional movement, the SmartLite Pro EndoActivator™ uses elliptical motion and increased energy for effective irrigant activation. Active irrigation promotes 3D cleaning.

			

		

		
			
				Unactivated dentin surface

			

		

		
			
				After Irrigant activation 
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				More opened dentinal tubules

				Passive soaks aren’t enough. Activating irrigant solution produces a surface with more opened dentinal tubules, providing better obturation of lateral and accessory canals.1

			

		

		
			
				1.	Kanter V, Weldon E, Nair U, et al. A quantitative and qualitative analysis of ultrasonic versus sonic endodontic systems on canal cleanliness and obturation. Oral Surg Oral Med Oral Pathol Oral Radiol Endod. 2011;112(6):809-813. doi:10.1016/j.tripleo. 2011.06.002
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				More opened dentinal tubules

				Passive soaks aren’t enough. Activating irrigant solution produces a surface with more opened dentinal tubules, providing better obturation of lateral and accessory canals.1
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				SmartLite ProEndoActivator™

			

		

		
			
				State-of-the-Art Reinigungseffektivität 

				Die Aktivierung von Natriumhypochlorit erhöht die Reinigungswirkung im Vergleich zu einer passiven Behandlung mit Natriumhypochlorit.1

				Die Anwendung des SmartLite Pro EndoActivator™-Protokolls führt zu einer mehr als 150-mal höheren Bakterienreduktion im Vergleich zu einer 1-minütigen Anwendung von Natriumhypochlorit.2

			

		

		
			
				1.	Pasqualini D, Cuffini AM, Scotti N, Mandras N, Scalas D, Pera F, Berutti E. Comparative evaluation of the antimicrobial efficacy of a 5% sodium hypochlorite subsonic-activated solution. J Endod. 2010 Aug;36(8):1358-60. doi: 10.1016/j.joen.2010.03.035. Epub 2010 May 13. PMID: 20647096.

				2. Unveröffentlichte Studie. Interne Daten auf Anfrage. Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com
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				Challenge:
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				1. Im Vergleich mit EndoSequence® BC Sealer™, TotalFill® BC Sealer™, EdgeBioCeramic™ Sealer. Unveröffentlichte Studie. Interne Daten auf Anfrage. Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com
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				IDEAL FIT IN 

				100% OF CASES.

			

		

		
			
				1. Compared to EndoSequence® BC Sealer™, TotalFill® BC Sealer™, EdgeBioCeramic™ Sealer. Internal data on file. For more information contact Consumables-Data-Requests@dentsplysirona.com

			

		

		
			
				AH Plus®Bioceramic Sealer
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				Biocompatible

				Induces tissue healing and does not stimulate periodontal tissue, even when in contact.
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				Präzisionsgespritzte Guttaperchaspitze

				Schon die erste Spitze passt.

			

		

		
			
				Kalibrierte Versiegelung

				Variables Taper-Desgin für eine 100%ige Passung

				bietet passgenauen apikalen Sitz mit akkuratem Tug-Back, den sie spüren können.1

				Verbessertes Fließverhalten bis zu 5 mm über die Wärmequelle hinaus für warme Guttapercha bis zum Apex.1

			

		

		
			
				1.	Interne Daten auf Anfrage. Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com
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				Motoreinstellungen: 400 rpm / 4-5.2 Ncm
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				Nach Entnahme der jeweiligen Feile, reinigen und spülen Sie mit der Spülkanüle.

			

		

		
			
				Verwenden Sie SmartLite Pro EndoActivator™, um Ihre Spülflüssigkeit zu aktivieren.
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				Case Report
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				Ein 48-jähriger männlicher Patient stellte sich mit einer irreversiblen Pulpitis an seinem kürzlich überkronten ersten linken oberen Backenzahn vor. Eine präoperative periapikale Röntgenaufnahme (Abbildung 7a) zeigte eine verkalkte Pulpakammer und drei Wurzeln. Eine axiale Schicht einer präoperativen DVT-Aufnahme (Abbildung 7b) zeigte das Vorhandensein eines zweiten mesiobukkalen (MB2) Kanals. Nach Verabreichung einer Lokalanästhesie wurde ein Kofferdam gelegt und ein konservativer Zugang durch die Zirkoniumdioxidkrone präpariert. Unter Lupenbetrachtung wurden drei Wurzelkanalsysteme entdeckt (mesiobukkal, distobukkal und palatinal). Ein unter Vergrößerung beobachteter Dentinsteg (Abbildung 8a) wurde mit EndoTracer-Fräsern (Komet) entfernt (Abbildung 8b), die in einem Endodontiemotor mit 1000 U/min betrieben wurden. Ein vierter, zweiter mesiobukkaler (MB2) Kanal (Abbildung 8c) wurde lokalisiert. Es wurde festgestellt, dass der MB2 in der mittleren Wurzelposition in den mesiobukkalen Kanal mündet. Mit einem ProTaper Ultimate SX-Instrument (Abbildung 8d) wurden die Öffnungen der gefundenen Kanäle leicht erweitert (Abbildung 8e). Alle vier Kanäle wurden mit Glyde Root Canal Conditioner (Dentsply Sirona) und einer K-File der Größe 08 auf Durchgängigkeit überprüft (Abbildung 9a). Die Arbeitslänge wurde mit einem Propex IQ Apex Locator (Dentsply Sirona) bestimmt und röntgenologisch bestätigt.

			

		

		
			
				Abbildung 7: (a) Präoperative periapikale Röntgenaufnahme des linken oberen ersten Molaren zeigt eine verkalkte Pulpakammer; (b) Axialer Schnitt der präoperativen DVT-Aufnahme zeigt das Vorhandensein eines MB2-Kanals, der sich dem palatinalen Wurzelkanalsystem sehr stark annähert.

			

		

		
			
				7A

			

		

		
			
				7B

			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

	
		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				ProTaper Ultimate™

			

		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Sequenz

			

		

		
			[image: ]
		

		
			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

		

		
			
				Shaping

			

		

		
			
				Cleaning

			

		

		
			
				Obturation

			

		

		
			
				[image: ]
			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Clinical Proof
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				In allen vier Wurzelkanalsystemen wurde ein RMG aufbereitet, bevor der Gleitpfad in allen Kanälen mit dem ProTaper Ultimate Slider-Instrument erweitert wurde (Abbildung 9b), wobei 8-12 rückwärts gerichtete Bürstbewegungen in einer zirkulären Bewegung ausgeführt wurden. Die Wurzelkanalsysteme wurden mit 3,5 % erhitztem Natriumhypochlorit gespült, die Kanäle zur Überprüfung der Durchgängigkeit mit einer K-File der Größe 08 rekapituliert und die Kanäle erneut gespült. 

				Unter Verwendung von 3,5 % erhitztem Natriumhypochlorit wurde der ProTaper Ultimate Shaper (Abbildung 9c) mittels rückwärts gerichteter Bürstbewegungen passiv apikal in die Kanäle eingebracht, bis die volle Arbeitslänge erreicht war. Alle Kanäle wurden wie oben beschrieben gespült, rekapituliert und erneut gespült.

				In Anwesenheit einer Spüllösung wurde der ProTaper Ultimate Finisher F1 (Abbildung 9d) passiv apikal bis zur vollen Arbeitslänge vorgeschoben. Während der Kanalpräparation wurde beobachtet, dass die F1-Feile das Dentin in den kombinierten mesiobukkalen und distobukkalen Kanälen apikal durchtrennt hat. Aufgrund der größeren Größe des palatinalen Wurzelkanalsystems konnte die F1-Feile jedoch problemlos bis zur vollen Arbeitslänge eingesetzt werden, ohne dass das Gefühl aufkam, dass Dentin abgetragen wurde. Das ProTaper Ultimate F2-Instrument (Abbildung 9e) wurde eingeführt, und die taktile Rückmeldung, dass Dentin im apikalen Teil des Kanals abgetragen wurde, wurde bestätigt.

			

		

		
			
				Abbildung 8: (a) Dentinsteg, der die Lage des MB2-Kanals verdeckt; (b) EndoTracer-Fräser (KOMET), mit denen der Dentinvorsprung unter Vergrößerung entfernt wurde; (c) Mündung des MB2-Kanals lokalisiert; (d und e) ProTaper Ultimate SX wurde verwendet, um die MB2-Öffnung zu verlagern und die anderen Kanalöffnungen leicht zu vergrößern.
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				Clinical Proof
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				Wenn mit den ausgewählten Feilen (F1 im mesiobukkalen und distobukkalen Kanal und F2 im palatinalen Kanal) die volle Arbeitslänge erreicht war, wurde die Aufbereitung durch vier bis fünf rückwärts gerichtete Bürstbewegungen mit der Feile von der Arbeitslänge nach koronal abgeschlossen. Die aufbereiteten Wurzelkanalsysteme wurden zwei Minuten lang mit 17%iger aktivierter EDTA-Lösung geflutet. Abschließend wurde 3,5%iges erhitztes Natriumhypochlorit für zwei Minuten mit dem EndoActivator (Dentsply Sirona) und mittels Unterdruck mit dem EndoVac-System (Sybron Endo) aktiviert.

			

		

		
			
				Abbildung 9. (A) Alle vier Kanäle wurden mit einer K-File der Größe 08 auf Durchgängigkeit überprüft, die Arbeitslänge bestimmt und ein reproduzierbarer Mikrogleitpfad präpariert, bis die K-File der Größe 08 in den Kanälen “locker” war; (B) ProTaper Ultimate Slider wurde in jedem Wurzelkanalsystem auf volle Arbeitslänge gebracht und die Mikrogleitpfade durch fünf bis acht rückwärts gerichtete Bürstenbewegungen der Instrumente erweitert; (C) ProTaper Ultimate Shaper wurde passiv nach unten in die Kanäle vorgeschoben und bereite die koronalen zwei Drittel der Wurzelkanalsysteme auf; (D) Klinisch wurde das taktile Feedback von Dentinabtrag in den apikalen Teilen der kombinierten mesiobukkalen und distobukkalen Wurzelkanalsysteme beobachtet, jedoch nicht im palatinalen Wurzelkanalsystem; (E) ProTaper Ultimate F2 Instrument wurde eingeführt und das taktile Feedback von Dentinabtrag im apikalen Teil des Kanals, wurde mit diesem Instrument beobachtet.
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				Clinical Proof
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				Die Kanäle wurden mit passenden Papierspitzen des ProTaper Ultimate Systems getrocknet und der Sitz der ProTaper Ultimate Conform Fit Guttapercha-Spitzen wurde röntgenologisch bestätigt (Abbildung 10a). Die Kanäle wurden mit ProTaper Ultimate Conform Fit Guttaperchaspitzen in Verbindung mit AH Plus BioCeramic Sealer (Dentsply Sirona) (Abbildung 10b) und dem GuttaSmart System (Dentsply Sirona) obturiert. Abbildung 10c zeigt das endgültige Ergebnis nach der Obturation. Beachten Sie den hervorragenden Erhalt des perizervikalen Dentins aufgrund der konservativen koronalen Formen der Kanalpräparationen.

			

		

		
			
				Abbildung 10. (A) Periapikale Röntgenaufnahme mit zur Überprüfung der Passung der ProTaper Ultimate Conform Fit Gutta-Points; (B) AH Plus BioCeramic Sealer (Dentsply Sirona); (C) Postoperatives Endergebnis nach der Obturation. Beachten Sie den hervorragenden Erhalt des perizervikalen Dentins. 
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				Axialer Schnitt der präoperativen DVT-Aufnahme zeigt das Vorhandensein eines MB2-Kanals, der sich dem palatinalen Wurzelkanalsystem sehr stark annähert.
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				ProTaper Ultimate SX wurde verwendet, um die MB2-Öffnung zu verlagern und die anderen Kanalöffnungen leicht zu vergrößern.
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				Postoperatives Endergebnis nach der Obturation. Beachten Sie den hervorragenden Erhalt des perizervikalen Dentins.
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				Schutz der natürlichen Anantomie des Wurzelkanals mit TruNatomy®

			

		

		
			
				Bei der Behandlung von Wurzelkanälen kann viel Zahnsubstanz verloren gehen. Die TruNatomy®-Behandlungslösung von Dentsply Sirona hilft, die natürliche Anatomie des Wurzelkanalsystems zu erhalten. TruNatomy® wurde speziell entwickelt, um das strukturelle Dentin und die Integrität des Zahns zu erhalten, und gewährleistet ausreichend Platz für die Reinigung und Desinfektion mit der speziellen Spülkanüle und dem SmartLite Pro EndoActivator™ - eine Behandlung auf höchstem Niveau für Patienten.
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				Erschließen Sie die nächste Stufe der Patientenversorgung für den gesamten Workflow
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				Restauration

				Zur Wiederherstellung der Zahnfunktionen, zur Verhinderung einer Infektion oder Reinfektion des Wurzelkanals durch eine dichte Versiegelung und zum Schutz der verbleibenden Zahnsubstanz vor weiteren Gewebeschäden.2

			

		

		
			
				Obturation

				Vertrauen Sie auf Ihre Obturation mit einem Sealer, der ein ideales Umfeld für die Selbstheilung schafft, und Conform Fit® Gutta-Percha-Spitzen, die präzise auf die von den Feilen erzeugte Aufbereitung abgestimmt sind.

			

		

		
			
				Cleaning

				Sowohl die Spülkanüle als auch der EndoActivator® sind so konzipiert, dass sie eine verbesserte Reinigung ermöglichen.

			

		

		
			
				Shaping

				Warum sollte man mehr entfernen, wenn man auch bewahren kann? Eine spezielle Kombination von Merkmalen ermöglicht eine effiziente Wurzelkanalbehandlung, wobei das Dentin nur dort entfernt wird, wo es erforderlich ist.1
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				1.	Interne Daten auf Anfrage. Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com

				2.	Julian G. Leprince , Gaetane Leloup , and Chloé M. F. Hardy “Considerations for the Restoration of Endodontically Treated Molars”, Springer-Verlag Berlin Heidelberg 2016 169 O.A. Peters (ed.), The Guidebook to Molar Endodontics
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					Produkt Demonstration
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				restoration

				To restore tooth functions, to prevent infection or reinfection of the root canal space by providing a fluid-tight seal and to protect the remaining tooth structure against further tissue damage.2

			

		

		
			
				Obturation

				Gain confidence in your obturation with a sealer that creates an ideal environment for self-healing and Conform Fit® Gutta-Percha Points, designed to match the precise shapes created by the files.

			

		

		
			
				Cleaning

				The Irrigation needle aswell as the EndoActivator® are designed to provide enhanced cleaning.

			

		

		
			
				Shaping

				Why should you remove more when you can preserve? A unique combination of features enables efficient root canal treatment while removing dentin only where needed.1
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				1.	Internal data

				2.	Julian G. Leprince , Gaetane Leloup , and Chloé M. F. Hardy “Considerations for the Restoration of Endodontically Treated Molars”, Springer-Verlag Berlin Heidelberg 2016 169 O.A. Peters (ed.), The Guidebook to Molar Endodontics
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				Challenge:

				Erhalt der strukturellen Stärke des Zahns.

			

		

		
			
				Warum Dentin erhalten? Die Forschung hat gezeigt, dass die Instrumentierung die Festigkeit des Zahns beeinträchtigen kann. Die Festigkeit des Zahns wird jedoch zurückgewonnen, wenn mehr Dentin erhalten bleibt.1 Um mehr Zähne zu retten, muss auch mehr Zahn erhalten werden.

			

		

		
			
				1.	Sedgley CM, Messer HH. Are endodontically treated teeth more brittle? J Endod. 1992 Jul;18(7):332-5 

				2.	Unveröffentlichte Studie. Interne Daten auf Anfrage. Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com
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					Alle Feilen arbeiten mit 500 U/min & 1,5 Ncm
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				Keine Notwendigkeit für konventionellen geradlinigen Zugang

				TruNatomy® Orifice Modifier gestaltet den Eintrittspunkt des Kanaleingangs ohne geradlinigen Zugang.2

				TruNatomy® schont das Dentin im peri-zervikalen Bereich und gewährleistet gleichzeitig ein ausreichendes apikales Debriedment.2

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				VS

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Shaping

			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

	
		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				TruNatomy®

			

		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Sequenz

			

		

		
			[image: ]
		

		
			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

		

		
			
				Shaping

			

		

		
			
				Cleaning

			

		

		
			
				Obturation

			

		

		
			
				[image: ]
			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Clinical Proof

			

		

		
			[image: ]
		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			
				1.	vs. bis zu 1,2 mm für die meisten herkömmlichen Feilen mit variablem Taper

				2.	vs. Design mit progressivem Taper

			

		

		
			
				Effizienz mit geringerem Dentinabtrag

				• Eine Kombination aus speziell wärmebehandeltem NITI mit einem 0,8-mm-Draht für eine dentinschonende Wurzelkanalbehandlung.1

				• Patentierter exentrischer Feilenquerschnitt und regressiver Taper für hohe Effizienz2
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				TruNatomy® Prime
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				Challenge:

				Erhalt der strukturellen Stärke des Zahns.
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				Effiziente Desinfektion bis zum Apex

			

		

		
			
				1.	Interne Daten auf Anfrage. Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com 

			

		

		
			
				Spülkanüle
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				Flexibel

				Die Spülkanüle verfügt über einen flexiblen Körper für apikalen Zugang ohne Widerstand oder Schädigung der Dentinwände1

				Das weiche Polypropylenmaterial ermöglicht die Ausbringung der Spülflüssigkeit nah am Apex1

			

		

		
			
				Effektiv

				Die beidseitige Anordnung der 2 Spülkanülenöffnungen sorgt für eine gleichmäßige Spülung des gesamten Kanals. Ausgerichtet direkt auf die Dentinwand.1
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				Challenge:

				EFFICIENT DISINFECTION TO THE APEX.
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				Flexible

				The irrigation needle features a flexible body for apical access with no resistance or damage to dentinal walls4

				Soft polypropylene material delivers irrigation solutions close to the apex4

			

		

		
			
				Effective

				Back-to-back two-sided vent design maintains balance irrigation throughout canal. Aimed directly at the dentinal wall1
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				SmartLite Pro

				EndoActivator™

			

		

		
			
				Mehr geöffnete Dentinkanälchen

				Passives Spülen ist nicht genug. Die Aktivierung von Spülflüssigkeit kann dazu beitragen, eine Oberfläche mit mehr geöffneten Dentinkanälchen zu erzeugen, was eine bessere Obturation der lateralen und akzessorischen Kanälen ermöglicht.2

			

		

		
			
				Unaktivierte Dentinoberfläche

			

		

		
			
				Nach derAktivierung

			

		

		
			
				SmartLite Pro EndoActivator™

				Die Anwendung des Protokolls führt zu einer mehr als 35% besseren Reinigungseffizienz im Vergleich zur Verwendung von Natriumhypochlorit ohne Aktivierung.1
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				1.	Unveröffentlichte Studie. Interne Daten auf Anfrage. Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com 

				2.	Kanter V, Weldon E, Nair U, et al. A quantitative and qualitative analysis of ultrasonic versus sonic endodontic systems on canal cleanliness and obturation.Oral Surg Oral Med Oral Pathol Oral Radiol Endod. 2011;112(6):809-813. doi:10.1016/j. tripleo. 2011.06.002
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				EndoActivator®

			

		

		
			
				More opened dentinal tubules

				Passive soaks aren’t enough. Activating irrigants can help produce a surface with more opened dentinal tubules, allowing for better obturation of lateral and accessory canals.2

			

		

		
			
				Untreated

			

		

		
			
				Treated with EndoActivator®
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				SmartLite Pro EndoActivator™

				Following the protocol provides more than 35% better cleaning efficacy vs. sodium hypochlorite soak without activation.1
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				1.	Internal data on file. For more information, contact Consumables-Data-Requests@dentsplysirona.com 

				2.	Kanter V, Weldon E, Nair U, et al. A quantitative and qualitative analysis of ultrasonic versus sonic endodontic systems on canal cleanliness and obturation.Oral Surg Oral Med Oral Pathol Oral Radiol Endod. 2011;112(6):809-813. doi:10.1016/j.tripleo. 2011.06.002
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				More opened dentinal tubules

				Passive soaks aren’t enough. Activating irrigants can help produce a surface with more opened dentinal tubules, allowing for better obturation of lateral and accessory canals.2

			

		

		
			
				Untreated

			

		

		
			
				Treated with EndoActivator®
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				SmartLite Pro EndoActivator™

				Following the protocol provides more than 35% better cleaning efficacy vs. sodium hypochlorite soak without activation.1
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				1.	Internal data on file. For more information, contact Consumables-Data-Requests@dentsplysirona.com 

				2.	Kanter V, Weldon E, Nair U, et al. A quantitative and qualitative analysis of ultrasonic versus sonic endodontic systems on canal cleanliness and obturation.Oral Surg Oral Med Oral Pathol Oral Radiol Endod. 2011;112(6):809-813. doi:10.1016/j.tripleo. 2011.06.002
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				EFFICIENT DISINFECTION TO THE APEX.
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				Challenge:

				Optimale Leistung in schmaleren Kanälen

			

		

		
			
				Selbstheilung

				Bioaktive Versiegelung schafft ein ideales Umfeld für die Produktion von HA und fördert die Selbstheilung1

				Bietet einen hohen pH-Wert für eine antimikrobielle Wirkung, die eine osteogene Reaktion fördert1

			

		

		
			
				Spaltfreier Verbund

				Sealer bildet eine Vielzahl von Hydroxylapatitkristallen innerhalb der Dentinkanälchen für einen spaltfreien Verbund zwischen Kanalwand und Guttapercha.1

			

		

		
			
				1.	Interne Daten auf Anfrage. Für weitere Informationen kontaktieren Sie bitte: Consumables-Data-Requests@dentsplysirona.com 
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				Challenge:

				OPTIMAL PERFORMANCE IN SMALLER SHAPES.

			

		

		
			
				Self healing

				Bioactive seal creates ideal environment to produce HA and promote self healing1

				Provides a high pH for antimicrobial effect that promotes an osteogenic response1

			

		

		
			
				Gap-free bonding

				Sealer produces a wide range of hydroxyapatite crystals within dentinal tubules for gap-free bond between canal wall and gutta-percha4

			

		

		
			
				1.	Internal data on file. For more information, contact Consumables-Data-Requests@dentsplysirona.com 

			

		

		
			
				AH Plus®Bioceramic Sealer

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Triple Lock™ your obturation

			

		

		
			[image: ]
		

		
			
				Hydroxyappatite

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Obturation

			

		

		
			
				
					Produkt Demonstration

				

			

			
				[image: ]
			

			
				[image: ]
			

		

		
			[image: ]
		

		
			
				
					
				
			

		

		
			
				Schließen X

			

		

		
			
				Produkt Demonstration

			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

		
			
				[image: ]
			

		

	
		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				TruNatomy®

			

		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Clinical Proof

			

		

		
			[image: ]
		

		
			
				[image: ]
			

			
				[image: ]
			

			
				[image: ]
			

		

		
			
				Shaping

			

		

		
			
				Cleaning

			

		

		
			
				Obturation

			

		

		
			
				[image: ]
			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

			
				
					[image: ]
				

				
					[image: ]
				

			

		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			[image: ]
		

		
			
				Sequenz

			

		

		
			[image: ]
		

		
			
				[image: ]
			

			
				[image: ]
			

		

		
			
				Präzise

				Variable Taper passend zur Form der TruNatomy®-Feilen.

				Präzise Passform für den richtigen Tug back.

				40% genauer als herkömmliche handgerollte Guttapercha.1

			

		

		
			
				Sicher

				Latexfrei – Sicherheit für Patienten mit Latexallergien.

			

		

		
			
				1.	Peters, O. A., K. Schonenberger, and A. Laib. ”Effects of Four Ni-Ti Preparation Techniques on Root Canal Geometry Assessed by Micro Computed Tomography.“ International Endodontic Journal Int Endod J 34.3 (2001): 221-30
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				Nach Entnahme der jeweiligen Feile, reinigen und spülen Sie mit der Spülkanüle.

			

		

		
			
				Verwenden Sie SmartLite Pro EndoActivator™, um Ihre Spülflüssigkeit zu aktivieren.
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				Motoreinstellungen: 500 rpm | 1.5 Ncm
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				Jonathan Cowie ist ein spezialisierter Endodontologe, der in einer Privatpraxis in Bath, Großbritannien, arbeitet.

				Er hat in den letzten zehn Jahren in einer endodontischen Überweisungspraxis gearbeitet und sowohl ein Diplom in Endodontie am Royal London Hospital als auch eine Spezialausbildung in Endodontie am Kings College in London absolviert. Neben seiner klinischen Arbeit ist Jon auch in der Ausbildung sehr aktiv. Er leitet viele hands-on Kurse im Rahmen seines Joint Ventures, Contemporary Endodontics, und unterrichtet als klinischer Dozent im Rahmen des MSc in Endodontics am Kings College in London. Der Schwerpunkt seiner Kurse liegt stets auf der restaurativ orientierten Endodontie und der Schlüsselphilosophie des Dentinschutzes. 

				Jon und sein Kollege Luca Moranzoni waren eine der ersten Kliniker, die Schulungen für Zahnärzte zusammenstellten, in denen der gesamte endodontisch-restaurative Arbeitsablauf in diesen intensiven Kurzkursen vorgestellt wurde.
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				Zugangskavität mit gehobenem Aufbau, wobei die distale Restauration genutzt wird, um Zugang zu erhalten und das mesial-perizervikale Dentin zu schonen. 

				Instrumentierung mit TruNatomy® Feilen in klassischer Herangehensweise.
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				Ahmed Hussein Abuelezz schloss 2007 sein Studium an der Misr International University (Ägypten) mit einem Bachelor of Science ab. Im Jahr 2015 schloss er seinen Master of Science in Endodontie an der Fakultät für Zahnmedizin der Ain Shams University ab und promovierte 2019 ebenfalls an der Ain Shams University in Endodontie.

				Er begann seine akademische Laufbahn 2009 als Lehrassistent an der Misr International University und ist dort seit 2019 Dozent in der Abteilung für Endodontie. Er eröffnete seine Privatpraxis in Kairo im Jahr 2012. Heute ist seine Praxis auf restaurative Verfahren ausgerichtet. 
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				HauptbeschwerdeDie Patientin hatte spontane Schmerzen, die sich bei Kältereizen auf der rechten unteren Seite verstärkten.

				Bemerkenswerte zahnmedizinische VorgeschichteKeine

			

		

		
			
				Ein restaurativer Ansatz in der Endodontie

			

		

		
			
				Bei der Untersuchung wurde eine Kariesläsion am unteren rechten ersten Molaren festgestellt. Bei der Röntgenuntersuchung zeigte sich die Nähe der Läsion zum Pulpahorn, und in Verbindung mit der Hauptbeschwerde wurde die endgültige Diagnose einer chronischen irreversiblen Pulpitis gestellt. 
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				Die Zugangskavität wurde so konservativ wie möglich angelegt. Aufgrund des Alters der jungen Patientin war TruNatomy® das System der Wahl. Wir mussten das Dentin so weit wie möglich erhalten, um die Fähigkeit des Zahns zur Bewältigung der okklusalen Belastung und die Langlebigkeit der endgültigen Restauration zu erhöhen. Die ursprüngliche Feile war die K-File Nr. 15 in den mesialen Kanälen und die K-File Nr. 25 in den distalen Kanälen. Dadurch war es möglich, dieses System zu verwenden, da die TruNatomy® Prime die mesialen Kanäle ausreichend reinigen würde und die TruNatomy® Medium für den distalen Kanal mehr als ausreichend geeignet sein würde.

			

		

		
			
				Die Aktivierung der Spüllösung erfolgte mit Ultraschallspitzen in jedem Kanal separat. Die warme vertikale Kompaktion erfolgte mit dem Gutta Smart System mit der TruNatomy® Comform Fit™ Guttapercha als Master Cones und AH+ Sealer. 

				Nachdem wir gesehen hatten, wie der Sealer durch die lateralen Kanäle in die distale Wurzel gelangte, waren wir zuversichtlich, dass die Aktivierung der Spüllösung ausreichend war, was ihre Bedeutung unterstreicht. Eine sehr dünne Schicht SDR wurde auf den Boden aufgetragen, um eine glatte Oberfläche für die Endo-Krone zu erhalten.
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				“Ich habe mich für TruNatomy® entschieden, um so viel Dentin wie möglich zu erhalten, um die okklusale Belastung zu beherrschen und die Langlebigkeit des Zahns zu erhöhen.”
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